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PRE-CAST TERRAZZO 
SHOWER FLOORS 
SIMPLIFY 

SHOWER INSTALLATION 
FOR RESIDENTIAL, 
SEMI-COMMERCIAL AND 
COMMERCIAL CONSTRUCTIONS 



HEW SIZES 

and SPECIFICATIONS 

see back page 
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/VOSS\ 



Architect: John C. Lindsay, A. 
Builder: Rollefson Constructior 
Plumbing Contractor: Ott's Plu 



FLORENTINE TERRAZZO PRE-CAST SHOWER FLOORS 



Architect; Alistair Simpson, A. I.A. 

Builder; Harris Construction Co. 

Plumbing Contractor: State Plumbing & Heating Co., L. A. 



Extensive research, product development and engineering 
skill is continuously invested in the production of VOSS 
floors, giving the product many distinct advantages. 
Among these are: FLEXIBILITY— 170 shapes, sizes and 
colors. ECONOMY— simple installation saves up to 35% 
in labor costs. SERVICE & SATISFACTION— absolutely no 
leaking or staining. BEAUTY — luxurious Florentine 
Terrazzo, accented by five decorator colors. 

This brochure was designed to show the flexibility of VOSS 
floors— adaptable for all types of construction. 



FRESNO COMMUNITY HOSPITAL | 

Materials for this new $4,000,000 st 
selected for qualities of extreme endC 
ready adaptability to the strictest sanita 
VOSS floors were specified without qt 
solid Florentine Terrazzo units actively, 
growth — are stain resistant and 
hygienically clean. j 



In a mere three year period. Pacific Pre-Cast Products, Inc. 
has become the West's largest manufacturer of shower 
floors. Why? The answer lies in two basic facts: One — 
the increasing preference for pre-cast receptors in place 
of tile has created a need and demand for the product. 
Two— high production standards at Pacific Pre-Cast 
Products, Inc. assure a better, quality product. Results: 
the phenomenal growth of this company. 
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ROSSMOOR p 

While the VOSS floor is a prime choice) 
use, it is still a pace setter in resident!* 
throughout the western United States. A 
this is its selection for use in the 8000 
new $200,000,000 Long Beach subui 
by Ross W. Cortese, where economj 
flexibility were commensurate with ba( 
and beauty. | 



NEO-ANGLE THRESHOLD 




INSTALLATION 




VOSS SHOWER 
base, drain and t 
necessity for sub 
pan. 



NO SPECIAL CO 
needed. Sub-floc 
drain connection, 
receptor size. 



SANTA BARBARA COOPERATIVE \] 

There is lasting quality in every detail of design and 
construction in these luxurious garden apartments, and 
for these reasons VOSS shower floors were used 
throughout the entire plan. The use of the VOSS full 
threshold substantially saved costs by reducing wall 
construction plus eliminating any risk of leakage from 
second story installations. 
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NO RETURNS oi 
simplified design 
shower walls o 
LABOR COSTS. 



Designer: Glen Cheshire 
Builder: Don Wilson 



NO LEAKAGE a: 
of shower floor 
during installatio 



Note: The examp 
the full threshold 
tion, remodeling 



Rossmoor 

I Contractor: Kennedy Pipe & Supply 



Detailed constru 
all models and j 



DOUBLE THRESHOLD 



FULL THRESHOLD 




SPECIFICATION INFORMATION. .. Illustrated below are the four VOSS shower 
floor styles with specifications. Additional sizes, shapes and colors available. 
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VOSS 



FULL THRESHOLD ~ recessed installation using three finished walls. 



FULL THRESHOLD — recessed installation where three 
finished walls are desired. Reduces material and labor 
costs by eliminating two wall returns. 













Model # 


Size 


A 


B 


C 


D 


#101 


33x33 


33 


33 


I6V2 


16 


#104 


33x36 


33 


36 


I6V2 


17V4 


#113 


36x33V2 


36 


33V2 


18 


16 


#116 


36x37V2 


36 


37V2 


18 


18 


#119 


36x41V2 


36 


4m 


18 


20 


#128 


40 X 37V2 


40 


37V2 


20 


18 


#131 


40x41V2 


40 


41 V2 


20 


20 


#132 


42x33 


42 


33 


21 


16 


*#137 


48x33V2 


48 


33V2 


24 


16 


#140 


48 X 37V2 


48 


37V2 


24 


18 


*#143 


54 X 33V2 


54 


33V2 


27 


16 



DOUBLE THRESHOLD — simplified corner installation 
by using only two finished walls. Third wall replaced 
with glass not only increases daylight but also reduces 




Model # 


Size 


A 


B 


C 


D 


#201 


33V2 


x33V2 


33V2 


331/2 


16 


16 


#204 


33 V2 


x37V2 


331/2 


37V2 


16 


18 


#213 


37V2 


x33V2 


37V2 


33 V2 


18 


16 


#216 


37V2 


X 

CO 


37V2 


37V2 


18 


18 


#219 


37V2 


x41V2 


37V2 


41 V2 


18 


20 


#228 


41 V2 


CO 

X 


41 V2 


37V2 


20 


18 


#231 


41 V2 


x41V2 


411/2 


41 V2 


20 


20 


#232 


43V2 


x33 


43 V2 


33 


21 


16 


*#237 


49V2 


x33V2 


49V2 


33V2 


24 


16 


#240 


CD 


CO 

X 


49V2 


37V2 


24 


18 


*#243 


55V2 


x33V2 


55V2 


33V2 


27 


16 



NEO-ANGLE THRESHOLD -corner installation using two glass panels. 



NEO-ANGLE THRESHOLD — space saving corner 
installation wth two glass panels that provide maximum 
daylight. Using only two finished walls material and 
labor costs are reduced. 




Model # 


Size 


A 


B 


C 


D 


#316 


37V2X37V2 


37V2 


37V2 


263/8 


12 


“■#331 


41V2X41V2 


41 V2 


41 V2 


30V2 


12 




DOUBLE THRESHOLD— corner installation using two finished walCs, one glass wall. 
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'TUB-SIZE" — replaces recessed or corner 5' tub. 




Model # 


Size 


A 


B 


C 


D 


*#476 


60x33 


60 


33 


30 


16 



TUB.SIZE 

provides extra roominess. 

Used in place of recessed or corner 5 foot tub. 

Architects and Builders Specifications 

Include in plumbing specifications: 
"Furnish and install in accordance with 
plans, Voss Shower receptor model 

# as manufactured by Pacific 

Pre-Cast Products, Inc., 2375 — 120th 
Street, Los Angeles. Color to be " 



*Available in right or left hand drain. 
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Pacific Pre-Cast Products,’ inc. 

2375 — 120th Street • Los Angeles 59, California 
(Off Willowbrook Ave.) • NEvada 6-0831 

The West's Largest Manufacturer of Shower Floors 







SANTA BARBARA COOPERATIVE 

There is lasting quality in every detail of del 
construction in these luxurious garden apartrm 
for these reasons VOSS shower floors we 
throughout the entire plan. The use of the V 
threshold substantially saved costs by reduc 
construction plus eliminating any risk of leaked 
second story installations. 



VOSS RECEPTOR COLORS 

For the first time — full color has been 
introduced into Terrazzo shower floors. Colors 
below were specially processed to harmonize 
with the modern decorative schemes of 
today's bathrooms. Custom colors available 
upon request. 
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SOUTHMOOR VILLAGE 

The trend towards wide acceptance of VOSS 
residential tracts is evidenced in its use in thi 
Grove development. Here again in two ston 
the problems of leakage have been licked 
VOSS solid unit floor. Of equal importance 
spacious homes is the color and beauty afford( 
luxury look of Florentine Terrazzo — now acc< 
pastel decorator colors. 
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Builder: Rossmoor 

Plumbing Contractor; Kennedy Pipe & Supply 
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irn United States. An indication of 
or use in the 8000 homes of this 
Long Beach suburb, developed 
B, where economy and product 
mensurate with basic fine quality 



MANUFACTURER OF 



SHOWER FLOORS 



HARMONIZING DECORATOR COLOR 
Black 8e White 







TUB-SIZE 



INSTALLATION INFORMATION 

VOSS SHOWER RECEPTORS ... a leak proof shower 
base, drain and threshold ... all in one, eliminating the 
necessity for sub-drain and mopped-in or composition 
pan. 



NO SPECIAL CONSTRUCTION or floor reinforcing is 
needed. Sub-floor is laid as usual, cutting hole for 
drain connection. Make rough opening Va' larger than 
receptor size. 



SLIDES INTO PLACE as a single unit. Solid threshold 
needs no reinforcing. The drain is caulked quickly and 
easily as with other standard plumbing fixtures. ONLY 
THE PLUMBER HANDLES COMPLETE INSTALLATION. 



NO RETURNS on each side of the threshold provide 
simplified designs . . . permits maximum use of glass for 
shower walls and doors. SAVES MATERIAL AND 
LABOR COSTS. 



INTEGRALLY CAST THRESHOLD 

ONE PIECE HEAVY GAUGE GALVANIZED SURROUND 



CORROSION RESISTANT 2 " CALK DRAIN 



Designer: Glen Cheshire 
Builder: Don Wilson 



FULL THRESHOLD 
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NO LEAKAGE assured by the single unit construction 
of shower floor and drain. No chance of damage 
during installation. No hidden corrosion in later years. 

Note: The example illustrated above typifies the use of 
the full threshold model— adaptable for new construc- 
tion, remodeling or bathroom additions. 

Detailed construction plans available on request for 
all models and sizes. 



Cceptance of VOSS floors in 
ced in its use In this Garden 
j again in two story homes, 
have been licked by the 
i equal importance in these 
r and beauty afforded by the 
|Terrazzo — now accented by 



j every detail of design and 
Jus garden apartments, and 
shower floors were used 
I. The use of the VOSS full 
fed costs by reducing wall 
Ig any risk of leakage from 




SPECIFICATION INFORMATION. .. Illustrated below are the four VOSS shower 
floor styles with specifications. Additional sizes, shapes and colors available. 



VOSS 



FULL THRESHOLD ^recessed installation using three finished walls. 

FULL THRESHOLD — recessed installation where three 
finished walls are desired. Reduces material and labor 
costs by eliminating two wall returns. 















DOUBLE THRESHOLD -corner 

DOUBLE THRESHOLD — simplified corner installation 
by using only two finished walls. Third wall replaced 
with glass not only increases daylight but also reduces 
material and labor costs. 




NEO-ANGLE THRESHOLD 
NEO-ANGLE THRESHOLD — space saving corner 
installation wth two glass panels that provide maximum 
cfaylight. Using only two finished walls material and 
labor costs are reduced. 




Model # 


Size 


A 


B 


C 


D 


#101 


33x33 


33 


33 


I 6 V 2 


16 


#104 


33x36 


33 


36 


I 6 V 2 


17V4 


#113 


36x33V2 


36 


33V2 


18 


16 


#116 


36x37V2 


36 


37V2 


18 


18 


#119 


36x41V2 


36 


AlVz 


18 


20 
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'TUB-SIZE" - 






TUB^SIZE 

provides extra roominess. 

Used in place of recessed or corner 5 foot tub. 









From the collection of: 
Mike Jackson, FAIA 
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^Available in right or left hand drain. 
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Architects and Builders Specifications 

Include in plumbing specifications: 
"Furnish and install in accordance with 
plans, Voss Shower receptor model 

# as manufactured by Pacific 

Pre-Cast Products, Inc., 2375 — 120th 
Street, Los Angeles. Color to be " 
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Pacific Pre-Cast Products,’ Inc. 

2375 — 120th Street • Los Angeles 59, California 
(Off Willowbrook Ave.) • NEvada 6-0831 

The West's Largest Manufacturer of Shower Floors 




